OF SOUTH CAROLINA

M. West Columbia National Guard Unit            750.00
N. For Terminal Building and Improvements, in-
cluding modern lighting system, for Capitol
Airport not exceeding the sum of           50,000.00
PROVIDED, that the above sum shall not be
expended except upon the written approval
of the Lexington County Legislative Delega-
tion, or a majority thereof; PROVIDED,
FURTHER, that Lexington County's por-
tion of the expenditure for the above men-
tioned purposes shall not exceed twenty-five
(25%) per cent of the total amount ex-
pended by Lexington County, the City of Co-
lumbia and Richland County. That is to say,
that Richland County and the City of Colum-
bia combined expenditure shall be three times
the amount of the expenditure of Lexington
County for the above mentioned purposes.
PROVIDED, FURTHER, that none of the
amount appropriated for this purpose shall be
expended unless the Federal government ap-
proximately matches dollar for dollar the com-
bined expenditures of the County of Richland,
the City of Columbia and Lexington County.
0. For maintenance of the Capitol Airport    16,642.00
(If so much be necessary).
PROVIDED, That the amount herein appro-
priated for the above mentioned purpose shall
be expended only upon the written approval of
a majority of the Lexington County Legisla-
tive Delegation and that Lexington County's
portion for the above mentioned purposes shall
not exceed twenty-five (25%) per cent of the
total costs of maintenance or the contribution
by Richland County, the City of Columbia and
Lexington County combined.
TOTAl. ITEM 8                           $ 85,142.00
GRAND TOTAL                              $338,482.00
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